ARMSTRONG (j1-5< 
The Name of Quality the World Over 


This Name is registered in 47 different countries. 

To avoid imitations, be sure that this name and 
‘‘BRIDGEPORT” appear on every pipe tool, before 
making the purchase. 

For quality sake, buy only the original, there are none 
“just as good.”’ 


Pag 


For Threading I.P.S. Brass and Copper Pipe _ 


The sets and extra dies listed on pages 4, 5 and 8 will be 
supplied for “BRASS AND COPPER PIPE ONLY” at — 
regular prices. All of these dies are stamped “BRA 
PIPE ONLY” for your protection. = 


ae 


Brief Facts about 
ARMSTRONG ADJUSTABLE DIES 


Fe eviged oteeapsie ADJUSTABLE DIES lead the world 
in quality and performance. Every Die is stringently 
tested. Only the finest steel correctly hardened and tem- 
pered is used. Every Die is accurate. 5 

The Dies are easy pulling, easy cutting, and produce 
clean, true, tight threads. ‘ 

The exclusive full lead threads in double taper throat 
lead dies on—without strain or effort, even over a heavy 
burr. (See cut at bottom of page 4.) 

Every pair of Armstrong Adjustable Dies is marked 1 
and 2. Any 1 and 2 dies, of like thread, from any pair, 
will “‘track.”’ Dies are interchangeable and adjustable. 

Generous space in the Armstrong Stock, directly over 
throat of Dies, provides ample space for oiling. Use 
plenty of oil where the threading starts, for easy cutting 
and long lived tools. 


Before purchasing, be sure this name is on every 
Pipe Tool. 


ARMSTRONG 


- Another threading size can 


ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG DROPHEAD 
RATCHET DIE STOCKS 


HESE are small and compact Ratchet tools. They 
will cut threads in any nook and corner. A separate 
head is supplied for each cutting size. No changing of 
bushings. A touch swings the pawl to cut aie right or 
left hand threads. 


Quick Changing 
The heads are instantly 
released and replaced. Set- 
ting the pawl cam to center 
or squeezing the pawls, in- 
stantly releases the head. 


be inserted just as rapidly 
and readily. 


Back-Lash Eliminated 


The twin off-set pawls on each side 
of the collar eliminates back-lash, 
doubles the effective action 
of the Ratchet. While one 
Aes pawl is in the notch and is 

turning the Diehead, the 
other is half way to the next 
notch. Half the back swing 
and double the efficiency. 


“Threads In The Throat’’ 


; The Armstrong Solid Dies supplied 
- in these Drophead Ratchet Threaders 
have the ‘“‘Threads in the Double Taper 
Throat.” 

These Dies start on over the meanest 
burr with only the lightest push and pull 
themselves right on to the pipe. 

Every die is machined with accurate relief immediately 
behind the cutting edge of each threading tooth. They 
will not strip the threads when back- 
ing off. 

Full length standard threads can 
be cut with a few easy strokes of the 
Ratchet. 

Worn Dies instantly removed. 
New Dies instantly inserted. Only 
one screw to remove and replace. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG DROPHEAD 
RATCHET DIE STOCKS 


(Patent Applied For) 


be 
No. 101R threads pipe % "tol Ye. ote and ee aan Sp 
Any assortment of Dieheads other. than the combina- 


tions listed below, will be supplied at List for Dieheads 


plus Ratchet Collar List. 


Each Set is packed in a substantial fiber box. 


No. 100R No. 101R 
Sets, Dies, Heads and Collars List Weht. List Weht. 
Price Lbs Price Lbs. 
Complete %" to 34”... . |$22.00 10 ee 
Te tO. Sh" ft ke Ide s00! 834 ANS 
3%" to LY ae memarrr gy) lie Ciel |) 7% SE 
+e FOL a oes 6 ae -. {$23.20 
A: 1A jee 19.60 
2. 4 ay Pe 15.80 
Ratchet Calar aad Handle. . 4.50 234 4.80 
EE and DIES 
%", . Each 3.50 1% 3.60 
an ig % " . Each 3.50 134 3.60 
xi . Each ae 7 3.80 
ies Only. : oie 2.10 1 2.20 
Dies only %" to 3g", " Bach 1.40 4 1.40 
Dies only 1” and 14" . Each % 2 1.60 


NPT (National Pipe Thread) Rie Hand Dies furnished unless 
otherwise specified. BSP (Whitworth) Right Hand Dies furnished 
at regular prices. Heads for 34” O.D. Tubing 20 threads to the inch 


can be supplied for No. 101R Sets. 
Left Hand Dies take twice the extra die list. 


Special heads supplied to fit the No. 101R Ratchet Collar for 


threading Bolts, all sizes up to 114” inclusive. 


The No. 111R Armstrong Ratchet Stock, shown on page 12, and 
the No. 210R Armstrong Ratchet Burring Reamer, shown on page 


13, can be used in the No. 100R Ratchet Collar. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG ADJUSTABLE 
STOCKS AND DIES 
For PIPE 


Each Set is packed in a substantial wooden box. 


Weht. | Extra 
Set List For Threading Pipe of Dies | Extra 
No. | Price Sizes—Inches Sets, | per | Bush- 
E 88 Lbs. | Pair | ings 
Ed $9.00 | 4,4, 34,4 4% |$1.60 | $.30 
12.00 4, %, Ma, 4,1. 1244 | 2.00] .40 
14.00 | , 4, %, 4, 34,1. 13% | 2.00 40 
10.00 3, 4, %,1. 11144 | 2.00 | .40 
8.25 %, 34,1. 10144 | 2.00] .40 
14.00 4x34, 1x14* . | 13 |*3.50 60 
19.00 MY, *t,ox¥4, 1x14* . | 1634 |42.50 60 
16.50 4, $4,1,14,14464| 16 |42.50 60 

3 18.00 114,144, 2 | 28% | 4.50 

3 21.00 1,114, 14,2 | 321% | 4.50 

3 24.00 34,1, 1144, 1%,2 | 36% | 4.50 

3 27.00 M4, 34,1, 14, 1%, 2 | 401% | 4.50 


*14"%34”, 1"x114" are double end dies. +4” and 3%” 


ended. {No. 244 Dies, 14”, 14”, 34”, 1”, 114", 114” 


can be supplied if specified. In addition to the above, 


ard Pipe (Whitworth 
and 7%”; No. 3—54”, 


Left Hand pipe dies take twice extra die list. 
Repair parts listed on page 11. These Pipe Stocks will take Bolt 
and Tubing Dies listed on pages 14, 15, 16, and 17. 


are single 
, Single End, 


British Stand- 


) Threads can be supplied for No. 2—5<” 
1%”, and 134” at standard list. 


An Exclusive ARMSTRONG Feature 
OP 


LEADING THREADS 
IN THE THROAT 


The added threads cut into the double taper of the throat, pull 
the dies on pipe without effort, even over the meanest burr. 

For threading Brass pipe, our “Brass Pipe Only” Dies will be 
supplied at regular list and discount. For 85 % and 99% Copper 
Pipe write for special prices. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG ADJUSTABLE 
STOCKS AND DIES 
For PIPE 


With ADJUSTABLE GUIDE 


These sets are supplied with ARMSTRONG ‘“Kalor- 
ized’’ Adjustable Dies—Jeading threads in the throat ~ 
—and the new ARMSTRONG Adjustable Guide, with 
the curved jaws that slide around the pipe. Eliminates _ 
loose bushings. 


Each Set is packed in a substantial wooden box. 


Q Weht. Extra 
Set List For Threading Pipe of Dies 
No. | Price Sizes—Inches Sets, per 
Lbs Pair 
uF $10.80 | 36,34, 4 nw ee wr 54% $1.60 
2 14.00 M4, %, 4%, 41 12 2.00 
2 16.00 | %, 4, %, %, %,1 13 2.00 
2 12.25 %, 4%, %,1 11% 2.00 
2 | 10.50 46, 84,1 10% | 2.00 % 
2% | 16.50 1 x34, 1x114* 13 #350 ‘ 
2% | 21.50 WY, %t x34, 1x14* 16 42.50 
244 | 19.00 4%, 4, 1,14%,1%t 15% $2.50 
3 21.00 14,1%, 2} 25% 4.50 
3 24.00 1,144,144, 2| 30% 4.50 
3 27.00 34,1,114,1%, 2} 36 4.50 
3 30.00 4, 34) 1,14%,1%, 2| 41 4.50 
¥#16"x 34", 1"x1l4” are gounle end dies. 14” and 34” are single 
ended. {No. 2% Dies, %”, » 34”,1", 114”, 114”, Single End, 


can be supplied if pads “gh addition to the above, British 
Standard Pipe (Whitworth) Threads can be supplied for No. 2— 
54” and 14"; No. 3—54”, 1%”, and 134” at standard list. 

Left Hand pipe dies take twice the extra die list. 

Adjustable Stock repair parts listed on page 11. 

Adjustable Guide repair parts listed on page 7. 


Extra Stocks with Adjustable Guide, Screws, Wrench and 
Handles: No. 1, $5.25; No. 2, $6.00; No. 214, $8.00; No. 3, $10.00. 


These Pipe Stocks will take Bolt and Tubing Dies listed on pages 
14, 15, 16 and 17. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG SOLID 
STOCKS AND DIES 
For PIPE 


Each Set is packed in a substantial fiber box. 


List For Threading Pipe Weht.| Dies | Size of 
No. |Price Sizes—Inches Lbs. | Each Die 

$8.00) %, 4, 34,%........ 5% |$1.40 | 2x2xl4 

12.00] %, 14, 3%, 4, 34,1. 1214 | 1.60 

10.50) 4, %, %, 4,1. 11 1.60 |214x24 

9.00 34, 4, 34,1. 934 | 1.60] x34 

7.50 4, %,1. 834 | 1.60 

15.50 M4, %, 4, 4,1,1%. 2134 | 2.00 

11.50 44, 4,1,14. 18 2.00 | 3x3x34¢ 

9.50 34,1,1%4. 164% | 2.00 

22.00 4, 34,1, 134, 134,2| 3134 | 2.50 

17.00 1,144, 144,2| 251% | 2.50 | 4x4x 

14.50 14,14%,2| 22% | 2.50 


No. 1 Solid O.D. Tubing Dies, 342, List $2.00. 
These Dies will fit Square Diestocks of any other Manufacturer. 


NPT (National Pipe Thread) Right Hand furnished unless 
otherwise specified. 


_. + British Standard Pipe (Whitworth) Threads furnished at regular 
prices. 


Left Hand pipe dies take twice extra die list. 
The Guides (Bushings) are machined inside and out. 


Repair Parts 


Stock Name Handles 
No. Bushings Stocks Plates Screws per Pair 
0 $.30 $3.00 $ .40 $ .20 $ .75 
i -40 3.50 .60 -30 1.25 
1% 60 4.00 80 -50 1.50 
2 75 8.50 1.00 50 2.00 


Extra Lead Screw for No. 2 Stock—$2.00. 
6 


ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG SOLID 
STOCKS AND DIES 
For PIPE 


With ADJUSTABLE GUIDE 
Each Set is packed in a substantial fiber box. 


Set List For Threading Pipe 
No. | Price Sizes—Inches 


0 $9.80|4%,4,%,%..... 


1 14.00 | %, 4, %, 4%, 4,1 1. 

1 12.50 44, 3g, 4%, %, 1 1. 

1 11.25 a, 4, 34,1 1. 

1 9.75 , 34,1 1; 

14% | 18.00 M,%, 4, %1,1% . 2. 

114 | 14.00 “4, %4,1,14 . | 18 | 2.00 | 3x3x34 
1% | 12.00 4,1, 114 1634 | 2.00 : 


NPT (National Pipe Thread) Right Hand furnished unless other- 
wise specified. British Standard (Whitworth) Threads furnished 
at regular prices. Left-hand Dies take twice the extra die list. 


Solid Stock repair parts listed on page 6. 


Extra Stocks with Adjustable Guide, Screws and Handles: 
No. 0, $5.00; No. 1, $5.50; No. 144, $6.75. 4 


ARMSTRONG ADJUSTABLE GUIDE 


Eliminates loose bushings. The adjustable jaws form | 
a perfect center and assure the cutting of straight threads. 
Hardened jaws set in malleable iron frame provide a long- 
lived, fool-proof tool. 


To Fit 
Extra | Bot- 
estoce Now: List | Jaws | tom Thumb 
Adj.| Solid | Price | Zach | Plate | Body | Screw 
1 0 $4.50 | $.45 |$1.60 |$2.20 |$ .16 


2 1 5.00 -50 | 1.80 | 2.80 -20 
2% 1% | 6.00 -6Q | 2.10 | 3.60 +24 
3 SC 8.00 -80 | 2.80 | 5.00 +24 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG RATCHET 
DIESTOCKS 


For PIPE 


Better Threads 
With 
Less Effort 


in close quarters and hard-to-get-at positions. 
Ratchet throws with a touch of the thumb—no pulling 
or twisting of the pawl for right or left hand threads. 
“THREADS IN THROAT” ARMSTRONG DIES 
supplied with these sets for threading iron, steel, brass or 
copper pipe. 
Adjustable Guide — no lost bushings — nothing to 
change but the dies. 


Each Set is packed in a substantial wooden box. 


Set | List For Threading Pipe Weht.| Dies 
No. | Price Sizes—Inches Lbs. |per Pr. 
2R $19.00 | %, 4, %, 4, %,1 ds tore wi wee. Pebeee 1S2200' 
2R | 17.00 MEG RIGS Shy bk x 5 ss» «| ADR | 2.00 
2R | 15.50 3%, 4, 34,1 yf sae otel, | eee 2.00 
2R | 14.00 6, 4,1 10% | 2.00 
38R | 31.60 4, 4,1,14,1%,2. 32 4.50 
38R | 28.30 34,1,1144,1%,2. 2914 | 4.50 
38R | 25.00 1,144,1%4,2. 26% | 4.50 
3R | 22.30 14,14,2. 24% | 4.50 


No. 2}Ratchet Stocks less Dies, $9.50 
No. 3 Ratchet Stocks less Dies, $16.50 


NPT (National Pipe Thread) Right Hand furnished unless other- 
wise specified. British Standard (Whitworth) Threads furnished 
at regular prices. Left-hand Dies take twice the extra die list. 

These Ratchet Stocks will take No. 2 and No. 3 Bolt and Tubing 
Dies listed on pages 14, 15, 16 and 17. 

“Brass Pipe Only” Dies either NPT (Briggs) or BSP (Whit- 
worth) can be furnished at standard list. See page 1. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG SOLID RATCHET 
DIESTOCKS 
For PIPE 


**One-Man’’ 
Ratchet 
Diestock 


(Pat. applied for) 


Tee Diestocks are especially convenient for use 
in corners, ditches and all confined places. . 

The Ratchet throws with a touch of the thumb—no 
pulling or twisting of the pawl for right or left hand 
threads. 


THROAT” and the new Adjustable Guide, with the 
curved jaws, they slide around the pipe. Nothing to 
change but the Dies. 


Each Set is packed in a substantial wooden box. 


Set | List For Threading Pipe Wt.| Dies | Size of 

No. |Price Sizes—Inches Lbs. | Each Die 

51R |18.20) 4%, 4%, %,%,%,1..... 12 |$1.60 ' 

51R |16.60 M,%, 4, 4,1... . . {114} 1.60 |21¢x91% 

51R |15.00 86, an She Low oe ot wees x34 

51R |13.40 56, S45, ko 914} 1.60 34 
52R |27.00 4, 34,1,1%, 1%, 2/28 | 2.50 

52R [22.50 1, 114, 144, 2|2334| 2.50 | 4x4x74 

52R |20.00 14, 1%, 2/21 2.50 % 


51R Ratchet Solid Diestock, less Dies, $9.00 
52R Ratchet Solid Diestock, less Dies, $16.00 


NPT (National Pipe Thread) Right Hand furnished unless other- 
wise specified. British Standard (Whitworth) Threads furnished 
at regular prices. Left Hand Pipe Dies take twice the extra Die list. 


Vv 
Armstrong Dies Are Kalorized! 


All Armstrong Dies for all purposes are now subjected 
to the new “Kalorized” Treatment. Each and every die 
is tough in its lasting qualities but gentle in its treatment 
of the pipe. They slide around smoothly and evenly. 
Kalorized Armstrong Dies last long, pull lightly, and 
cut perfect threads. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG 3-WAY DIESTOCKS 


Adjustable 3-Way Diestock Solid 3-Way Diestock 


FTHESE Diestocks are each three stocks in one. Three 
sizes of threading dies in each stock, ready to thread « 
pipe at all times. 
The Adjustable 3-Way Diestocks can be set to cut over 
d under sized threads. Also the Bushings can be re- 
noved for cutting close nipples. (See Armstrong Nipple 
Shuck, page 25.) 
th ‘The Solid 3-Way as well as the Adjustable 3-Way Die- 
stocks is fitted with “Threads in the Double Taper 
Throat” Dies which start on over the meanest burr and 
pull themselves on the pipe without undue pushing. 


Each set is packed in a substantial fiber box. 
ARMSTRONG ADJUSTABLE 3-WAY DIESTOCKS 


Extra Extra 
ee List For Threading Pipe | Weght. Dies Bush- 
oO. 


Price Sizes—Inches Lbs. Per ings 
Pair Each 
3 GOA |$16.00 | %, 34,34 .... | 1544 | $2.00 $.40 
hay 60B | 16.00 OAs Vat ER wa 15% 2.00 -40 
% 


No. 60 3-Way Stock with Screws, Wrench and Handles, $10.00. 


ARMSTRONG SOLID 3-WAY DIESTOCKS 


. Stock List For Threading Pipe | Weght. Dies Die 
No. Price Sizes—Inches Lbs. Each Square 
61A | $8.00 34, 4,84 ws ws 11% $1.60 244" 
61B 9.00 We Diy Uy, xe 38 114% | 1.60 24%" 


No. 61 3-Way Stock with Screws, and Handles, $6.00. 


NPT (National Pipe Thread) Right Hand Dies furnished unless 
otherwise specified. BSP (Whitworth) Right Hand Dies furnished 
at regular prices. Left Hand Dies take twice the Extra Die List. 


Important—All No. 2 Adjustable Dies listed on pages 4, 14, 
15, 16 and 17 can be used in the Adjustable 3-Way Stock. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG ADJUSTABLE 
STOCKS AND DIES For PIPE 


Weht.| Extra | Extra 
Set List For Threading Pipe of Sets} Dies sh- 
No. | Price Sizes—Inches Lbs. |per Pair 


6 |$58.00 | 2+, 214x3, double ended . | 72 |$ 8.504/$2. 
6 50.00 | 214 x 3, double ended . . 62 7.00 | 2 
7 90.00 | 244 x 3, 344 x 4 dble. end. 96 

7 70.00 | 314 x4,double ended . . 85" 


+2” is a single end die. British (Whitworth) Threads can | 
nished for both No. 6 and No. 7; 244” x 234” at standar 
Left Hand Pipe Dies take twice the Extra Dies list. om 


REPAIR PARTS 


Stock, 
Screws, Sake 
For Wrench | Collar eb Thumb | Handles | Wrench 

Stock and Screw Screw Screw per Set 

Handles 
No. 1 $3.25 $.25 $.20 $.20 |$ .75 (2) 
No. 2 4.00 - 30 .25 .30 1,25 (2) 
No. 24%} 5.25 .35 .85 .30 1.25.(2) 
No. 3 7.00 .50 -40 -50 2.50 (2) 
No. 6 36.00 .70 .50 .60* | 7.00 (4) 
No.7 48.00 .80 50 60* | 7.00 (4) 


*Nos. 6 and 7 are set screws for lead screws. 


Power Drive Yoke for 
No. 3 Adjustable Stocks 


This Yoke is for use with 
power drives, generally used 
for threading large . pipe. 
The square of the Yoke fits 
all standard power drives. 


This Yoke makes possible power threading of pipe 2 
inches and smaller with a No. 3 Armstrong Stock, at a~ 
small cost. No. 3 Yoke for Power Drive, $4.50. 


11 


ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG ROUND 
RATCHET DIE STOCK 


(Patent Applied For) 


For easy threading in ceilings, against walls, 
in outlet boxes, in corners and other inaccess- 
ible places. Unexcelled in awkward places. 


Pipe Die and Guide Combined 
The Die for each size is held in the Guide by 
a set screw. The two parts are together at all 
times. To change sizes, unscrew the Collet 
from the Stock and replace it with another. To 


all back-lash. While one pawl is in a notch driving 
‘Diehead, the other is half-way to the next notch. 
ff the back-swing and double the efficiency. 


5 ‘*Easy On Dies’’ 
Bese he Dies for these Sets have ‘‘Threads in the Throat.’ 

They catch the thread without pushing. They pull them- 
selves on the pipe without effort. 


Interchangeable 
With the No. 111R Adaptor Ring, the No. 210R 
and the No. 246 Burring Reamers can be used in this 
tool. By using the No. 210R Socket*, any Bitbrace 
Burring Reamer*, fits in this tool. 
*Shown below and listed on page 13. 


Front Guide 


Set List |Threading Pipe| Wet.)Round) Front 
No. Price | Sizes—Inches | Lbs.| Dies | Guide @ 4 
111R | $15.00 | %, 4, %,% «| 6 $1.50 | $.75 


ive 
fe eet1IR | 12.50 14» % 79 -| 56 | 1.50] «75 
rn 111R | 10.50 3%, be .| 434 | 1.50 -75 Round Die 
No. 111R Ratchet Stock complete, 
less Diesand Guides ..... . $8.00 
No. 111R Adaptor Ring. . 1.50 


NPT (National Pipe Thread) Right Hand 
Dies furnished unless otherwise ordered. 

Left Hand Dies take twice the Die List. 

The No. 111R Collar and the No. 100R 
Collar (shown on page 3) are interchange- 
able. One Collar can be used for both Die- Round 


stocks. Ratcket 
=a) Die Stock 
Adaptor Adaptor Bit Brace 
Ring Socket Burring Reamer 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG RATCHET 
BURRING REAMER 
It Fits the Hand That Holds It 


No. 246R Reamer No. 210R Adaptor Socket 
Fits the Body takes any Bitbrace 
No. 210R of the No. 210R Burring Reamer Liste 


ECONOMY—tThis Ratchet Burring Reamer sa 
time—saves effort. It removes burrs from pipe with o 
one revolution. It is built to withstand hard, rough usa 

INTERCHANGEABLE—The Socket in the Re: 
Body will take either the No. 210R Reamer (3 to 3 i 
or the No. 246R Reamer (14 to 2 inch). When used y 
the No. 210R Socket Adaptor, any Bitbrace Burring c 
be used in it. Be 

NO CHATTER—The Armstrong Ratchet Burring 
Reamer Blades are cutters, not scrapers. No hogging 
and no digging in. 


Ratchet 
Ratchet Reams Reamer | Body Bit- 
Reamer| Reamer Pipe Weht.| Head Collar brace a 
No Com- Inches Lbs. Only and Adaptor > 
plete Handle | Socket 
210R | $7.50 % to3. . 8% | $4.00 $4.80 $1.00 
246R 6.00 %to2. . 8 2.40 4.80 1. 00:55 


All parts of the Nos. 210R and 246R Ratchet Burring Reamers 
are interchangeable. Both Reamer Heads can be used in the same ‘a 


tool. (ie : 
SPIRAL FLUTED BURRING REAMERS 


For removing inside burrs 
from pipe, after cutting. : 
Any Bitbrace Burring ke 
Reamer can be used in the 
No. 210R Ratchet and Socket 
Adaptor illustrated and listed above on this page. 


N List Capacity of Pipe Diam .—Inches 
No. Price Inches _at Point | at large 
242 $1.25 0 Oe eee ie a% 14% 
24214 1.50 LY ie rey a YY 1154 
244 3.00 ce © ty an ae ae y% 211g, 


ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG ADJUSTABLE 
STOCKS AND DIES 


For BOLTS AND RODS 


For Threading Bolts and Rods Weht.| Extra 

Sizes—Inches Lbs. | Dies 

7a Cl *™, A Ge RR es ain .. 1$1.50 

is pe ie eta ees 64 | 1.75 

14m, 3418 | | zceat 1.80 

vate 541, 3410 | Se ee 614 | 1.75 

Bei bg see gue |. | 180 

eee ee, es’ Z 1.75 

Re 1943.00 | 5411, 34%, 49,18 2... e118 | 2.00 

2 | 15.00 | 438, bein) 341, 149, 18 ss, | ae 2.00 

2 | 20.00 | 14%, sg Leis’ seit, 3g 10, is, is. || 16 | 2.00 

2 | 20.00 4 fan BO 79, 15 ee, ie 2.00 

1}47, 4" 16 2.25 

2 24.50 A ‘sai, 3416, g's, yi, 54ul, 3, 3410, Sn 2.00 
iy é i 1814 | 2.00 
2 30.00 is, 4 ai oe 16, 5am, 34m, hs 2.00 

a ae are 2.00 
bg ier, 147" SAE ee ister aie Me eee 2.25 
ieee 28.00 | 1447, 1147, 1346, 1146 ahd: cal a2 HOO oes | SORO 
Pe a 33.00 Vv, 14", 1148, 1345, at1) Bee Lee 5.00 
3 38.00 HK, 1447, 1147, 1346, 14°. 41144 | 5.00 

3 43.00 if 14, ier 1346, 1148, 1345, grin | 45 5.00 

3 48.00 1147, VA". 13°, ee 1268 0P, 1345, aa 5.00 

. 1%5, 24 49 5.00 

3 53.00 | 1438, a 3410, y 49, 18, 17, ‘17, st 5.00 

1348, 14°. . 54 5.00 

3 53.00 | 18, 1447, 14", list, 14, 1545172, cae 5.00 

1345, 145, 2012, Sie ee ee (|) Oo 5.00 


= ia and Repair Parts for these sets are listed on pages 4 
and 11 


All dies listed above will be supplied with Right-hand U.S.S. or 
Whitworth threads as specified. Left-hand Dies take twice the 
extra die list. 

Additional Bolt Dies, U.S.S. and Whitworth, are listed at the 
bottom of page 16. 


These Bolt Stocks will take Pipe and Tubing Dies listed on pages 
4, 5, 8, 15, 16 and 17. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


Dies, a Ring Bushing and a Taper Hand Tap for 
cutting size. 


ARMSTRONG ADJUSTABLE 
STOCKS, DIES AND TAPS 


For BOLTS AND RODS 


= 


Set | List For Threading Bolts and Rods 
No. | Price Sizes—Inches 
1 |$14.00 | 14%, 5¢18, 3416 oe 
1618 
1 | 15.50 | 14%, 316 | 
11s, Su, 3410 | 
1 19.50 | 1420, S418" $g16, 714 bi 
1618, 5411, 3gi0 | ne 8 
2 | 21.40 | 1415, 5611, 3¢10, 749, 18 15% 
2 | 32.50 | 1413, an, 3410" 7,9) 18 ere nh 
147, 147 i 1914 
2 | 33.50 | 14%, 548, 3416, T6414, Vis, 5g | a 
410° 749)’ {8 : 20 
2 44.00 ig20! Gis, 4, mM, 6, git ‘ a 
8410" 749,’ 78 i a2 
147, 1147 2444 
3 | 55.50 | 749, 18, 1147, 1147, 1346, 1146 474 
3 | 73.00 | 18, 1347, 1347, 1346, 1146, 1345, 212 | 5614 
3 | 88.50 | 1347, U4", 1346, 1148, gel A, 1345 |... 
1%%5, 2' rid bse) 
3 73.25 gi8, 54 34, kan 18, U4", 147 e 
1366, AVE ; 60 


Rn 


Bg WNNENNRN Senne 
sssase kesssks3 ssa 


Beshiogs and Repair Parts for these sets are listed on pages 4 


and 11 


All Sieg and taps will be supplied with Right-hand U.S.S. or 
Whitworth threads as specified. Left-hand Dies take twice the 
extra die list. Left-hand Taps are special. 

Additional Bolt Dies, U.S.S. and Whitworth are listed at_ the 
bottom of page 16. Taps are listed on pages 27 (Pipe) and 28 (Bolt) 

These Bolt Stocks will take Pipe and Tubing Dies listed on pages 
4, 5, 8, 14, 16 and 17. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG ADJUSTABLE 
STOCKS AND DIES 


For Automobile and Other Fine Thread Purposes 
with NF Threads 


For National Fine Threads Weht.| Extra 
Sizes—Inches Lbs. | Dies 

LAAN lt la, le oa $1.50 
Barris Sele Gls, S40 7% | 1.75 
2/1) Re Ne aa, hr i 2.00 
Wg, YGl8, 5418, 114416, 3416, Vg, 1. | 2114 | 2.00 
$67, 0618, Ogle Fg I 8 ie 2.00 
INCI Et a 16 2.25 


Dies listed above will be supplied with Right-hand N.F. 
ds unless otherwise specified. B.S.F. (Whitworth form) can 
be supplied on request. These Stocks take Pipe and Bolt Dies 

iown on pages 4, 5, 8, 14, 15 and 17. 


ARMSTRONG ADJUSTABLE DIES 
For Bolts—Not Elsewhere Listed 


Dies List Extra 

to fit Price Sizes, Inches Bush- 

Stock ings 

Ore fo | Sel. ek ee tl kw sof $30 

2 | 2.00 | %l2, 114611, 18410, 1569 |, .40 

3 | 5.00 sar kt, ee or -75 

UCN MeO: | GN TP ne. bce ee ale .30 

Vig" 5 Rs Oy d 3 DOS care he. cqiee sc -30 
Over Size 2| 2.00 | 8M, 14, Be kk, -40 
Stay NOC MS ici ea ee Se ee al Bg 
Bolt 2 | 2.00 | 34, 54, Me, 34, 186, 1%, 15%,1 .| .40 

2 | 2.25 | 14, 144, 1%, 14,1%% .... -40 

All 12 3 | 5.00 | 34, 54, 6, 54, 186, 4, 56,1 .| 175 
Threads 3 | 5.00 | 1%, 1%, 1%, 14,1%,1%.. .75 


These Dies can be used in any of the Armstrong Adjustable 
Stocks shown on pages 4, 5, 8, 14, 15 and 17. 

B.S.F. (Whitworth) threads can be furnished instead of U.S.S. 
if specified. 

U.S.S. and B.S.F. Left-hand threads take twice the list. Pump 
Rod and Stay Bolt Dies with Left-hand threads are special. 
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ARMSTRONG ADJUSTABLE 
STOCKS AND DIES 


Each Set is packed in a substantial wooden box 
For THREADING O.D. BRASS TUBING 


© 
Set List For Threading Weight} Extra Extra 
ines Price |0-D. Plumbers’ Tubing | of Sets,| Dies, B 
s Sizes—Inches Lbs. | per Pair 
1 $800 | 36; 56,34 na = 414 $2.00 
2 15.00 2a 34, %,1,1% . 12 2750 
2 17.50 | %, %, %, 1, 1144,1% 13 2.50 


Additional Sizes.—No. 2 Dies, 14”, 1144” and 134” furnish 
at regular list. 
Left Hand Dies are Special. 


Plumbers’ Tubing O.D. Threads, guoetere in inches ,— ie 
20, 7418, 118, 11418, 11418, 13418, 1) 


4% 1K 
v 


For THREADING THIN TUBING 
All 27 straight threads, made in V threads only. 
No. 2 Set, Threading 114, 114, 114 inches, List, $12.25 


Extra Dies For Thin Tubing 


Dies List For Threading Tubing Extra 
to Fit | Price Sizes—Inches Bush- 
Stock | per Pair ings 
No.1 | $1.75 | 34, 46, 3, 1%, 14, %, 4%, 34... . $.30 
No. 2 2.25 44, Ke, 3%, Ves ie” 716» br ME» Mila -40 
No. 2 2.75 13 Gig 134 DS) The nc a, © Oe eae -40 


Left Hand Dies are special. 


Only United States National Form threads supplied. British 
Standard Form is special. 


Dies listed on this page are interchangeable and can be used in 
the Stock and Die Sets listed on pages 4, 5, 8, 14, 15 and 16. 


Repair parts for the Stocks are listed on page 11. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG 
SELF GUIDING CHASERS 


For PIPE 


A NEW type of chaser for 
any four or five post die- 
stock, from 1 inch to 4 
inches. 
ASK FOR THE 
CHASER WITH 
THE **LIP”’ 


Patent No. 1,760, 502 


“Cuts as Straight as a Die”’ 


; STRONG Self Guiding Chasers have ‘‘lips’’ which 

‘support the threader while bushing screws are being 
ed. The lips act as a rest and remove the strain 
n the lead screw. 


is ARMSTRONG Self Guiding Chasers not only center 
and guide the threader, but cut clean, tight threads. 
Self Guiding Chasers will not rip or strip the thread. 


They will outlast ordinary 
chasers and materially increase 


the life of the threader. 


Such Threading is a Carefree 
Operation. q 


Note how chasers form cen- 
ter rest—ready to start the cut. 


‘ Easy, isn’t it? 
PRICE LIST 
For No. 1 & 1A Threader, 1", 114", 114",2" . . . $2.50 per set 
For No. 2 Threader, 244",3",319",4" ..... 8.00 per set 


Right hand, National Pipe Thread (Briggs) Chasers supplied. 
Left hand are special. British Standard Pipe (Whitworth) Thread 
Chasers Right and Left hand are special. 
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ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG SOLID DIES 
For BOLTS AND RODS 


F > agree! Std Solid Bolt Dies are standard to the 
dimensions and can be used in all makes of Solid 
or Square Stocks. 

No. 1 Armstrong Solid Dies (244 x 2144 x 34 inches) for threading 
Bolts or Rods: 14, 5%, 36, Vo» 14, M6 96, Me, 34, 8, HK, oI, 
1%, 14 inches. < 
List Price . . . . . $2.00 each Bushings . . . . $.40eac 


N.C. (U.S.S.) thread Right Hand Dies furnished unless othe 
wise specified. N.F. (S.A.E.) and Whitworth thread Right E 
Dies furnished at regular prices. ‘ 


Left Hand Dies take twice the List Price. 


These Solid Bolt Dies can be used in the Solid Stocks for t 
ing Pipe, listed on pages 6 and 7. Hand Taps are listed on pi 


These Solid Bolt Dies can be used in special Heads for, Dré 
Ratchet Diestocks listed on page 3, prices on application 


ARMSTRONG THREADING MACHI 


Although we have discontinued the man 
Armstrong Pipe Threading Machines, an ass 
repair parts is carried for the convenience of 
of our machines. 


Pipe Dies For ; 
ARMSTRONG THREADING MACHINES 


Threads For For For For 
Pipe PerInch No.0 No. 00 No. 1 No. 1% 
Ins. NPT BSP Machine Machine Machine Machine 


% 14 14 $4.50 $4.50 2 Sizes 

% 14 14 4.50 4.50 $12.00 ayes 
1 114% 11 4.50 4.50 (F F 
ig Ag 1 ako | 2.80 stasis 
1% 11% 11 4.50 4.50 ae Sizes 
2 11% 11 4.50 4.50 $12.00 Double 
2% 8 11. . {2 Sizes 2 Sizes Ended 
3 Ree eT 17.00 12.00 | Hies 
3% 8 11 . . {2 Sizes ice eae 

4 8 11 Pi7 00 a a at (815.00 
eo ead mei a : 

5 gs Fi 

6 Ss” tt 


B.S.P. (Whitworth) Dies threading 134 inch, can be supplied _ 

for the No. 0 and the No. 00 Machines . ek es ne, Lalgstpa oe 
B.S.P. (Whitworth) Dies threading 214 x 234 inches can be sup- 

plied for the No. 00 Machines . 3 See ce. oS 


N.P.T. (National Pipe Thread) Right Hand Dies furnished un- 
less otherwise ordered. B.S.P. (Whitworth) Right Hand Dies fur- 
nished at regular prices. Left Hand Dies take twice the List. 

USS. or Whitworth Bolt Dies can be supplied, prices on appli- 
cation. 
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eS to tt BRIDGEPORT 


No s > 
Needless t by: 
Weight Gem § 

g 

New 

Series 


RMSTRONG HINGED PIPE VISES 


um strength. Locking hook withstands required 
ire. Sturdiest materials used throughout—for long 
ntinuous use. One piece slide holds upper jaw per- 
‘ tly in place—this jaw cannot be lost. The slide 
runs on outside of frame, assuring smooth, even opera- 
tion. All parts are interchangeable. Can be mounted on 
table, bench or standard vise stand. Every vise uncondi- 
tionally guaranteed. 


The STANDard Vise 


Wor} tists | Boll? lent. Foe | Hook | Beedle gia, 
ice. _|__ Inches Lbs. Three Screw 
21 | $2.50 | %to1%| 3 |$1.20| $.25| $.70 | $.35 
22 | 4.25 | % to2 6144] 1.80] .30] 1.20 .40 
23 5.00 | 44 to 24 | 1134 | 1.80 | .35] 1.40 -50 
24 | 7.50 | 1% to 314 | 1534 | 2.55] 150] 2.20 .60 
25 | 11.00 | 1% to 4% | 26 3.60 75 | 3.00 80 
The Heavy-Duty Vise 
No. | List | BOO? went. |Ee*| rook | Handle | stide 
Inches Lbs. | ‘Three Screw 
33 | $6.00 | 4% to2'g| 14 1|$1.80 | $.45 | $1.40 | $.60 
35 | 12.50 | % to 414 | 2814 | 3.60 | .90| 3.00 | 1.00 
36 | 23.50 | %to6 | 35% | 3.601 1.60! 6.60 | 1.50 


Jaws for holding Brass Pipe to fit No. 23 and No. 33 Vises are 
listed on page 25. 
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ARMSTRONG 
KIT 
(Clamp Type) 
HINGED 
PIPE VISE 


Light enough to 
include in every kit. 
Strong enough for 
any requirement. 
Securely grips all 
pipe within its 
range. It is a tough 
and sturdy vise 
that is mighty hard 
to wear out. 


= ae 
The Kit Vise is readily fastened to plank, bench 
post or partition. No lag screws necessary. 


Holds Extra 
No. List Pipe, Weht. | Jaws, | Hook 
Inches «| Lbs. | Three 


41 | $3.50 | %to1%| 4% |$1.20 | $.25 
42 | 5.00 | % to2 914 | 1.80 | .30 
43 | 6.50 | 44 to 2% | 15% | 1.80 | .35 


*Top Handle and Screw and Base Handle and Screw take s 
it. 


Jaws for holding Brass Pipe to fit No. 43 vise are listed on page 


Repair Parts for Discontinued Line 
ARMSTRONG HINGED PIPE VISES 


Lower Handle 
No. Upper | Jaws Top Base | Hook and Slide M 
Jaw |per Pair Screw 
Junior | $.40 $.80 $.40 $.40 $.25 $.70 $.35 
x . 60 1.20 1.05 1.05 30 1.20 40 
0 . 60 1.20 1.30 1.30 35 1.40 50 
1 60 1.20 1.50 1.50 45 1.40 60 
2 1.20 2.40 3.25 3.25 90 3.00 1.00 
3 1.20 2.40 5 6.25 1.60 6.60 1.50 
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ARMSTRONG PORTABLE 
VISE POSTS 


With the Feather Touch Lock 


NEQUALLED in performance. 

Strongly made of quality materials. 
Easy to set and to keep in place. Once 
properly fitted between beam and floor, 
the post cannot shift, turn or become off 
balance or disconnected due to the fault- 
less lock and the tri-foot, self-balancing 
base. 


Only one hand is required to lift ex- 
tension pipe to ceiling. The lock pre- 
vents any downward slip of the pipe. One 
rap of the lock unlocks the post—but it is 
impossible to loosen it otherwise. 


The Feather Touch 
Lock 


The cam (A) in position shown, 
prevents slipping of upper pipe, 
except when handle (B) is pur- 
posely raised. The grips (C) are 
turned to tighten post-—not used 
when releasing. 


List Lia b 
Price Description bs 
Oe $19.50 | Portable Vise Post . . . 314% 


81V | 23.75 | As above with Armstrong 
Hinged Pipe Vise 4%" to 2” | 38 
81C | 23.50 | As above with Armstrong 
Chain Pipe Vise 4%" to2". | 3534 


82 25.30 | Portable Vise Post. . . . . 55% 
82V | 32.80 | As above with Armstrong 
Hinged Pipe Vise 4%” to 344"| 7114 
82C | 33.80 | As above with Armstrong 
Chain Pipe Vise 14" to 4” | 6534 


Pat. No. 
1,390,189 


The Post is shipped complete with universal plate 
for Hinged or Chain Vise; pipe bender; removable 
tool tray and oiler. 
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ARMSTRONG 
PORTABLE VISE STANDS 


TS pressed steel stands are made of heavy gauge 


steel. All seams are gas welded. 


No. 83—FOLDING 
VISE STAND 


The three legs are permanently 
attached and hinged. Cannot be- 
come loose. A positive lock holds 
legs firm when stand is open. 

Legs fold together when stand is 
not in use. Equipped with exten- 
sion bolt and lock nut for ceiling 
brace. 


The four legs are 
able. Thumb screws lock t 
legs in place so that they ca 
not shift or drop out while — 
the stand is being moved or 
lifted. Legs are adjustable to 
variation in the floor’s s 
face. 


40% 


List Description 
No Price 
83 $18.00 | Portable Vise Stand and Bender only . . 
83V 23.00 | Above with No. 23 Armstrong Hinged Vise 
83C 22.00 | Above with No. 1 Armstrong Chain Vise 
84 21.00 | Portable Vise Stand and Bender only. . . | 43 
84V 26.00 | Above with No. 23 Armstrong Hinged Vise | 5434 
84C 25.00 | Above with No. 1 Armstrong Chain Vise . | 4744 ay 


Pipe up to and including 34” can be handled in the benders. 

No. 83 Armstrong Portable Vise Stand has universal slots for 
any regular pipe vise (hinged or chain) for pipe up to 314”. 

No. 84 Armstrong Portable Vise Stand has universal slots for 
any regular pipe vise (hinged or chain) for pipe up to 314”. If de- 
sired for other vises, specify size and make when ordering. 
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ARMSTRONG 
CHAIN PIPE VISE 


RMSTRONG Chain Vises >. 

are unbreakable. They are | i 
compact, rapid acting, and have 
a firm grip. Quickly adjusted 
“abby setting the chain into the 

stepped bosses. A turn of the 
handle securely locks the pipe. 


de of wrought steel with drop 
jaws. Every part is guaranteed. 
2, and 3 are packed one in a box. 


Extra 
Holds | weht.| Jaws, | Chain H’ndle 
Pipe, Lbs. per with |Screw| and Nut 
Inches Pair | Screw Nut 


\Y% to2| 414 |$3.00 |$2.50 | $.80 | $2.20 | $1.40 
4% to4| 1144 | 7.00 | 4.80 | 1.40 | 4.20 | 2.70 
1 to 6| 20% |12.00 | 9.00 | 2.50 | 7.00 | 4.00 
% to 8| 3034 |18.00 |12.00 | 2.50 | 7.00 | 4.00 


ARMSTRONG 
QA PIPE REST 


UICK acting. Light, yet extremely 
strong. Easy to handle. Ample ad- 
justment. Ideal support for pipe. 


Equipped with Armstrong Feathertouch 
Lock. Cannot slip. Adjusted in a second. 
A slight rap releases lock. 


Rollers are smooth running and properly 
shaped. Round base is extremely steady. 
The stand can be rolled about on base— 
much easier to move than tripod rests. 


Will Support | Weight, 


No. List Pipe Lbs. 
88A $12.00 yy" to4” 28 
88B 14.00 4g" to 6” 32 
89 25.00 4" to 8” 40 


ARMSTRONG-TOOLS « BRIDGEPORT 


ARMSTRONG NIPPLE CHUCK 


Produces excellent nip- 
ples. A fluted cone se- 
curely holds pipe-end 
during threading opera- 
tions. 


Nipple is instantly re- 
moved after thread is cut 


Set List With Set of Bushings to 
No. | Price Hold Nipples 


2 |$10.00 | 4, 3%, 4%, 34, Linch 
3 14.00 | 1, 14%, 1%, 2 inches . 


%” Bushing for No. 2 Chuck, $.75; 14” and 
No. 3 Chuck, $1.00 Each. 


Jaws for Brass Pipe. — 


Removable Vise Jaws for Brass Pipe for Nos. 23, 3 
ARMSTRONG Hinged Pipe Vises. 


For I.P.S. Brass Pipe 


4", 34", 3%" or 4" . . Each size $1.25 
PE OrL,. are eee Each size 1.50 
1M" or lg” . . .-... Wachisize. 0.75 
2. se wee as eek LBAchiaize sano 


For O.D. Brass Pipe 
4", 4", 34", 74" or 1" Each size $1.25 
14", 134", 134", 114" 
or 1%” . ‘ Each size 1.50 


134", 1%", or 2” ay: Each size 1.75 
24%", 214" or 234" . . Eachsize 2.00 


ARMSTRONG (Model B) 
Pipe Cutter Repair Parts 


Model B Pipe Cutters have been discontinued, but repair parts. oe 
will be supplied. 


; Block Hook | Handle | 
No. bit as no pe Counterbored | and and <e. 
or Tapped half |} Strap Screw ae 
1 $.50 $.25 $.10 3.30 $.65 $.80 
2 . 60 -30 -10 45 -90 1.05 
3 1.00 .50 Apes ey fi) 1.40 1.95 


Knife Blade Cutter Wheels supplied unless otherwise specified. 
Knurled Wheels take the same list. 
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_ ‘THREE WHEEL PIPE CUTTERS 


Barnes Type 


ipe Cutters, listed on this page, are made of best 
Parts are interchangeable with other standard 


Cuts Pipe, Weight, | Wheels, | Pins, 

Inches Lbs. Each Doz. 

¥%to 1 3 $.50 $1.00 

% to 2 5 -60 1.00 
1% to 3 9 -80 1.00 
244 to 4 13 1.00 2.00 
4 to 6 23 1.10 2.00 
6 to 8 28 1.10 2.00 
8 to10 34 1.10 2.00 
9 toil2 51 1.10 2.00 


a 
Knife Blade Cutter Wheels supplied for all types unless other- 
wise specified. Knurled Cutter Wheels take the same list. 


ROLLER PIPE CUTTERS 


Fully Guaranteed 


ae ; Saunder’s Type 


No. List Cut Pipe, Weht. |Wheels,! Rolls Pins 

Price Inches Lbs. | Each | Each Each 

18 $3.00 ¥% tol 314 | $.50 $.24 $.10 

28 4.50 1 to2 634 60 32 10 
38 11.00 2 to3 114 | 1.10 50 15 

4S 18.00 2% to4 14 1.10 50 15 

5S 28.00 4 to6 23 1.10 50 15 


Knife Blade Cutter Wheels supplied for all types unless other- 
wise specified. Knurled Cutter Wheels take the same list. 
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DROP FORGED PIPE CUTTERS 


These Drop Forged Pipe Cutters can be asl : 
Wheel cutters. No. 1 and 2 Wheels, Pins and Rollers are: 
the same. ape 


P Rolls 


No. List Cuts Pipe, | Wght.| Wheels | Pins 
Price Inches rks: Each | Each Doz. 

1T | $5.00 % to1\% 5 | $. $.30 |$1.30 

2T 6.00 4% to 2 .30 .30 

3T | 10.00 1 to3 .40 

4T | 20.00 2% to4 -40 


EY nis sr 
Knife Blade Wheels furnished unless otherwise specified. Knurl- 
ed Wheels take the same list. Pie... 


American (N. P. T.) Taper Right-Hand P [ 
nished unless otherwise specified. British Tapé 
Taps and Straight (Plug) Pipe Taps, both Americ 
(N. P. T.) and British will be furnished at regular Prices 


sr ; 
Nominal | List Price Threads to Inch Length, Inches 
Size Pipe | Taps or 
Inches Reamers , 
Amer. Std.| Brit. Std. | Thread | Over All 
4% $1.00 27 28 34 % 
4 1.20 18 19 1% 21% 
% 1.60 18 19 1% 2% 
% 2.00 14 14 13% 3 
5% 2.80 14 13% Bia 
34 2.80 14 14 1% 34 
K% 4.40 re 14 1% 
1 4.40 11% 11 13% 334 
14 5.00 11% 11 134 4 
1% 6.60 11% 11 134 44 
134 8.00 a 11 134 43% 
2 10.00 11% 11 134 416 
3420 Fine Thread Pipe Taps... ... . . List Price, $2.00 
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HAND TAPS 


Carbon Steel 


senshi 
VERUDED VED DER aMBaRe 


U.S.S. (NC) right-hand 
threads furnished unless 
otherwise specified. 


: Sizes and dimensions 
not listed are special. 
Left-hand taps are 
, special. 
: -——Number of Threads to the Inch_—_—, 


Diam. mad Standard Pitches U.S. Form Length 
of ——Price— 4 Whit- British Threads Overall 
Tap U.S)S) S.A.E. worth = Std. (N.S.) Inches 
In. Each PerSet (N.C.) (N.F.) Std. Fine Furnished 


a 24 i 32 2% 
me 24 % 32 2% 
28 20 26 24, 27,32 2% 
24 18 22 20, 27,32 2234, 


18 12 16 27 31% 
18 "1 14 12,27 31%6 
16 11 14 53 41ho 
16 10 12 12,27 4% 
a 10 12 ee 4154, 
Ke 9. 14, 18* 9 11 12,27 4! lf 
We 1.80 9 . 9 : we 42% 
PAP 2.00 6.00 8 14 8 10 12,27 5% 
A 1%, 295 6.75 7 12 7 9 “e 5%/6 
z 1% ° 2 7.80 7 12 7 9 A 5% 
1% 3.00 9.00 6 12 6 8 : 6's 
a 1% 3.50 10.50 6 12 6 8 5 6% 
$ 15 4.20 12.60 Bee 5 Pe 6! lf6 
1% 5.00 15.00 5 5 Be Me 7 
1% 5.80 17.40 5 We ne 75h6 
2 6.70 20.10 4 4% é 75% 


* Standard Spark Plug Size. 


Orders for hand taps up to and including % inch will be filled with taps 
having shanks full diameter of thread. % inch hand taps will be furnished at 
regular list with shank smaller than root diameter of thread when specified. 


Taps i: inch and larger will be furnished with shanks smaller than root 
diameter of thread. 


ARMSTRONG 
_ GOOLING CUTTING OIL 


“Te Cools as 
You Cut’ 


i] -* STRONG COOLING 
fore) = LING a | 4 CUTTING OIL increases 
CUTTING ai | 1] the efficiency of threading 

| tools and eases their op- 
eration. 


This Oil flows rapidly 
to the cutting edges of 
| the dies. It sticks to the 

pipe. It stays on the pipe 
long enough to trap and 
 catry away the heat. 


Friction and heat can 
not generate when using 
CUTTING OIL. No rough 
1 dies cut smoothly. 


Quantity 


List 
per Drum perGallon 


ARMSTRONG MFG. CO. 


Founded 1869 


~ BRIDGEPORT, CONN. 


NEW YORK OFFICE CHICAGO OFFICE 
225 Lafayette St. 564 W. Randolph St. 
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